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UNCLASSIFIED 

PAGE 01 BELFAS 00127 I4I740Z 
61 

ACTION EUR- 12 

INFO OCT-01 ISO-00 CIAE-00 DODE-00 PM-03 H-02 INR-07 L-02 

NSAE-00 NSC-05 PA-02 PRS-01 SP-02 SS-15 USIA-15 

SCCT-01 SY-05 A-01 OPR-02 /076 W 

002847 

R 141642Z APR75 
FM AMCONSUL BELFAST 
TO SECSTATE WASHDC 890 
INFO AMEMBASSY DUBLIN 
AMEMBASSY LONDON 
USNAVCOMMSTA LONDONDERRY 

UNCLAS BELEAST 127 

E.O. 11652: N/A 
TAGS: PINT, U.K. (NT.) 

SUBJECT: BOMB SCARES THROTTLE BELEAST CITY CENTER 

1 . TRAFFIC AND COMMERCE DOWNTOWN BELEAST COMPLETELY 
DISRUPTED AETERNOON APRIL 1 1 BY PHONE REPORTS OF THIRTY 
THREE SUSPECT BOMBS IN THREE HOUR PERIOD. CONSULATE 
GENERAL PREMISES WERE EVACUATED ON ARMY ORDERS FOR ONE HALF 
HOUR. ONLY ONE ALARM PROVED GENUINE IN REPORT OE BOMB IN 

PUB WHICH DID STRUCTURAL DAMAGE BUT NO INJURY TO PEOPLE. 

2. EXPERIENCE PROVO- WATCHERS THEORIZE PROVISIONAL IRA 
EITHER INTENDED PREOCCUPY SECURITY EORCES WHILE MOVING LARGE 
AMOUNTS ARMS AND EXPLOSIVES OR JUST DEMONSTRATE THEIR ABILITY 
CREATE INSTANT CHAOS. PROVISIONALS PROBABLY NOT RPT NOT 
RESPONSIBLE EOR ONE REAL BOMB. 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PARAMILITARY FORCES, EXPLOSIVES, BOMBINGS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 APR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BELFAS00127 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 30-0590 
From: BELFAST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750454/aaaabxro.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2003 by maginmm>; APPROVED <22 JAN 2004 by ShawDG> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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